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Two  persons  can  live  comfortably  in 
the  basic  unit  of  this  concrete  masonry 
house.  As  the  family  grows,  two  bed- 
rooms can  be  added  with  only  minor 
changes  to  the  original  structure. 

The  house  has  cinder-block  walk,  a 
concrete-slab  floor,  and  a  trussed  roof 
which  permits  flexibility  oi  interior 
arrangement.  In  mild  or  warm  cli- 
mates the  interior  may  be  finished  with 
plaster  applied  directly  on  the  block. 
In  cold  climates  the  walls  should  be 
furred. 

The  house  may  be  heated  with  space 
heaters,  a  floor  or  wall  furnace,  or  a 
small  central  heating  system. 


FLOOR    VRK  \    (Excluding  porches): 

Basic  unit t>t>2  squar, 

Competed  house  .    .    .    1.122  square  feet 


FLOOR     PLAN 
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living-sleeping 


'""'Plita,,, 


Interior  view  shows  one  corner  of  the  living-sleeping 
area.  Twin  beds  placed  on  opposite  walls  have  backs 
that  provide  storage  space  for  pillows  and  sheets,  which 
makes  the  beds  usable  as  sofas  during  the  day. 
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For  sale  by  the  Superintendent  of  Documents,  U.  S. 
Government  Printing  Office,  Washington  25,  D.  C. — 
Price    5   cents. 


:V& 


**»*>*<» 


«-?>&*£>< 


v,e  *r&**&**. 


v\\e 


'S^r^t?^^ 


U.  S.  GOVERNMENT  PRINTING  OFFICE  :  1954— 0-286971 


^s  S*  %  * 


